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Module 5-1

Lesson Topic 5-1-1

The purpose of a maintenance instruction
manual is to

a.  provide information and illustrations
on part number listings and pictorial
views of aircraft components.

b.  provide instructions and information
for the pilot and air crew concerning
aircraft operating procedures.

c.  provide information and instructions
required to perform maintenance on
an aircraft and systems installed

in the aircraft.

d.  provide technical information on
documentation procedures utilized
in aircraft maintenance.

c.

3.  A typical volume of the HIM contains a
table of contents, a list of illustra-
tions, a list of tables, and five (5)
sections.  (Refer to the training Mainte-
nance Instruction Manual throughout this
program.)

The table of contents is used to locate
the narrative information provided in
the HIM.  The left column identifies the
section number using Roman numerals and
the section title is located just to the
right of the section number.
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 as required, to breakdown the information
